Contact Us 


Contact Us 

Location: 2426 6 th Street, Eureka, CA 95501 
Phone: 707-445-7481 Fax:707-445-7204 

Hours: Monday - Friday, 8 am - 12 (noon) and 1 - 5 pm 
Email us 
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